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Where there is no sewerage system, these privies must be built according
to the plans approved by the State Board of Health.
Sec. 4. Dry Sweeping Prohibited. All schools must be swept at least
one hour before school opens, and no sweeping permitted during school
hours.
Sec. 5. Proper Fire Escape. The doors to all school houses in South
Carolina must open outward and adequate fire escapes must be provided
in all schools over one story in height. Fire drills must be held once each
month.
Sec. 6. Vaccination. No child shall be admitted to any school in South
Carolina unless successfully vaccinated within the last ten years.
Sec. 7. Contagious Diseases. Children suffering from contagious di-
seases shall not be allowed to attend school except upon written permis-
sion from the attending physician stating that the child can no longer
transfer the disease from which it suffered. Children coming from a house-
hold in which contagious disease exists, not suffering from said con-
tagious disease, may attend school upon written certificate from attending
physician stating that the child has not been exposed to the disease for
the maximum period of incubation of that disease, or in the case of
smallpox, provided the child has complied with the laws relative to vac-
cination against this disease or until said child has been insured against
further contact with the case of smallpox.
Sec. 8. No person, teacher or others shall be employer in any capacity
in or about a building for school purposes who is infected with tubercu-
losis in a communicable stage or any other communicable disease, nor
shall a child so infected be allowed in the schools of this State, public or
private.
Approved and promulgated by the Executive Committee of the South
Carolina State Board of Health, July 14, 1937.
ARTICLE NO. 21.-SEPTIC TANKS
(Filed, secretary state's office-September 29, 1937.)
Section 1. That there shall be no septic tank installed with a capacity
of less than five hundred (500) gallons. That each tank shall have two
compartments; that the compartment for sludge shall be approximately
two-thirds of the tank; that the length shall be at least two (2) and less
than three (3) times the width; that the tank shall have a minimum of
twenty-four (24) hours retention.
Sec. 2. That all tanks that have a capacty of one thousand (1,000)
gallons or more shall have the approval of the State Health Officer before
being installed. Any tank with a capacity of one thousand (1,000) gal-
lons or more, and a tile field is to be used, a siphon shall be installed.
Sec. 3. That a- grease trap shall be installed of sufficient size and di-
mension between the house and the septic tank.
Sec. 4. That all septic tanks installed in the State of South Carolina
shall have the approval of the State Board of Health.
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